LA  PLATA  COUNTY  SHERIFF'S  OFFICE 


CU.S.  33- 


Due  to  Gold  King  Mine  Spill,  the 
Animas  River  is  closed  to 
recreational  use  until  further  notice. 

EFFECTIVE  THURSDAY,  AUGUST  6,  2015  at  3:00PM 
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